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25X1 A9a GS-4, Clerk-Typist, will receive a Periodic Step 

Increase in the near future. 

5 • Miscellaneous 

The Executive Secretary reviewed a commendation from the Personnel 
Officer, Special Project, on behalf of the services performed by jjpgas 
25X1 A9a GS-9, Medical Technician, in support of the Project. 


MS/mam 

Distribution: 
Orig - C/MS 
1 - DC/MS 
1 - C/TSD 
1 - AC/PS 
1 - AC/OD 
1 - C/SD 
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